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R. Periodic operating reports & related correspondence
8503070006 Monthly operating repts for Jan 1985.W/850207 Itr. BOONE.M.S., NIX.H.C. Georgia Power Co. 85/01/31. 24pp. 29268:091-29268:114.
S. Reportable occurrences, LERs & related correspondence
8503120455 Special Rept 50-321/1985-001:on 850122,24 & 31,vol in fire water storage tanks dropped below 270,000 gallon requirementCaused by loss of power to air compressor.broken air compressor belt & fire main break.respectively. NIX.H.C. Georgia Power Co. 85/02/05. GRACE.J.N. Region 2, Office of Director. 3pp. 29342:127-29342:129.
8503110261 LER 85-006-00:on 850130 & 0202,reactor tripped when main transformer 3 phase main generator output line fell.Caused by incorrect tensile strength of insulators holding power line.New insulators installed.W/850226 Itr. ELTON.T.L, NIX.H.C. Georgia Power Co. 85/02/26. 3pp. 29305:348-29305:350.
8503110272 LER 85-004-00:on 850130,reactor bldg & refueling floor standby gas treatment sys supply dampers control logic determined to fail closed on loss of electrical power.Design change requested.W/850226 Itr. ELTON.T.U NIX.H.C. Georgia Power Co. 85/02/26. 3pp. 29305:356-29305:358.
8503110010 LER 85-014-00:on 850128,instrumentation & controls personnel discovered that   RCIC   pump  suction   pressure   instrument   procedure   not  performed   until 850204.Caused by personnel error.Personnel reinstructed.W/850227 Itr. ELTON.T.L, NIX.H.C. Georgia Power Co. 85/02/27. 3pp. 29307:229-29307:231.
8503270073 LER 85-013-00:on 850216,drywell floor drain total leakage exceeded max limit.Caused by shaft seal 1 on reactor recirculation pump B leaking excessively.Shaft seal cartridge replaced.W/850318 Itr. ELTON.T.L, NIX.H.C. Georgia Power Co. 85/03/18. 3pp. 29529:121-29529:123.
8503260442 PNO-ll-85-030:on 850319,unit shut down due to drywell floor drain teakage.Caused by valve packing leaks on main steam line inboard isolation valve B & HPCI steam isolation valve. Packing will be replaced.
CARROLL.R., PANCIERA.V. Region 2, Office of Director. 85/03/21. 1p. 29504:342-29504:342.
DOCKET 50-322 SHOREHAM NUCLEAR POWER STATION
A. Application/construction stage documents & correspondence
8503010207 FOIA request for all info re NRC changes to structural & mechanical design since 1968. LAZORWITZ Affiliation Not Assigned. 84/10/19, FELTON.J.M. Division of Rules and Records. 1p. 29190:210-29190:210.
8503010217 Responds to FOIA request for all info re NRC changes to structural & mechanical design of facility since 1968. Microfiche copies of 10CFR50 proposed & final regulations for Oct 1953 - Feb 1984 encl per telcon agreement.W/o encl. FELTON.J.M. Division of Rules and Records. 84/11/20. LAZORWITZ.E. Affiliation Not Assigned. 1 p. 29190:211 -29190:211.
8503010163 Further response to FOIA request for recent interpretations of NRC policy & stds for exemptions & implications of Commission position on exemptions per Jul vote in matter of Shoreham & 840725 vote.Listed record available in PDR. FELTON.J.M. Division of Rules and Records, 84/11/29. BELL.N. Nuclear Information & Resource Service. 1p. 29190:103-29190:107.
-8408130551 Provides addl details on guidance in Shoreham decision for considering exemptions under 10CFR50.12,
ASSELSTINE.J.K. Commissioners, 84/07/30. DIRCKS.WJ. Office of the Executive Director for Operations. 2pp. 29190:104-29190:107,
8503010052 Further response to FOIA request for documents identified on computer
'            '     ~ '             ......PDR.
Records. 84/12/24. KALER.RJ,, Gadsby &
printouts.App C documents available in PDR. FELTON.J.M. Division of Rules and Hannah. 2pp. 29586:081-29586:088.
-8503010095 Board Notification 82-105:forwards info re alleged design deficiency in ASME Code Class I piping.Concern relates to all PWR & BWR plants currently under OL review.
NOVAK.T.M. Assistant Director for Licensing, 82/11/24. Atomic Safety and Licensing Board Panel. 2pp. 29586:090-29586:091.
F. Security, medical, emergency & fire protection plans
8503140156 Forwards Rev 1 to "Long Island Lighting Co.Shoreham Nuclear Power Station.Prompt Notification Sys Design Rept."
LEONARD.J.D. Long Island Lighting Co. 85/02/21. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 1 p. 29353:006-29354:061.
-8503140161   Rev   1   to   "Long   Island   Lighting   Co.Shoreham   Nuclear   Power Station.Prompt Notification Sys Design Rept," * Long Island Lighting Co, 84/11/20. 415pp. 29353:007-29354:061.
8503050282 Extends invitation for NRC to observe tabletop exercise of transition plan.in preparation for graded exercise of offsite emergency plan.Tabfetop exercise scheduled for early Mar 1985.
LEONARD.J. Long Island Lighting Co. 85/02/22. DENTON.H.R. Office of Nuclear Reactor Regulation. Director. 1p. 29215:030-29215:030.
8503140179 Revised emergency plan implementing procedures,including Rev 2 to EPIP 1-1 re unusual eventRev 2 to EPIP 1-2 re alertRev 2 to EPIP 1-3 re site area emergency & Rev 2 to EPIP 1-4 re general emergency.W/850226 Itr. LEONARD.J.D. Long Island Lighting Co. 85/02/26. DENTON.H.R. Office of Nuclear Reactor Regulation. Director. 1001pp. 29349:001>29351:281.
8503080204 Forwards monthly rept on status of offsite emergency preparedness for OL reviews for Jan 1985.Potential for delay in schedule for fun power operation remains. DIRCKS.W.J, Office of the Executive Director for Operations. 85/02/27. PALLADINO Commissioners. 6pp. 29300:315-29300:320.
8503270220 Requests in-progress briefing to address concerns identified in NRC review of detailed control room design review submitted w/841105 Itr.per Suppl 1 to NUREG-0737.
SCHWENCER.A. Licensing Branch 2. 85/03/20. LEONARD.J.D. Long Island Lighting Co. 23pp. 29540:344-29541:003.
G. Adjudicator/ correspondence
8501070579 Resolves confusion re Itr of agreement w/Nassau County for use of Nassau Coliseum as relocation ctr.Newsday 841227 article quoting Coliseum general manager & F Purcell 841231 Itr encl.Related correspondence. IRWIN.D.P. Hunton & Williams. IRWIN.D.P. Long Island Lighting Co. #185 930. 85/ 01/03. LAURENSON.JA. KLINE.J.R., SHON.F.J, Atomic Safety and Licensing Board Panel. 6pp. 28216:336-28216:341.
8503040481 Forwards NRC cross-examination plan for evidentiary hearing on diesel generators.per ASLB order to be filed 850211.W/o encl.Related correspondence. GODDARD.RJ. Hearing Branch 3. #185 818. 85/02/11. BRENNER.L., MORRIS.PA.  FERGUSON.G.A.  Atomic  Safety  and   Licensing  Board  Panel.   1p. 29180:354-29180:354.
8503040442 Forwards summary of qualifications of State of NY witness JL Marsh.per Suffolk County 850219 Itr.Certificate of Svc encl.Related correspondence. GUNDRUM.M.M. New York, State of. #185 823. 85/02/21.
MARGUILES.M.B., KLINE.J.R.. SHON.FJ. Atomic Safety and Licensing Board Panel. 4pp. 29183:180-29183:183.
8503010274 LILCO response to intervenor testimony submitted by State of NY & Suffolk County in 850219 Itr re designation of Nassau Coliseum as reception ctr.Testimony should not be admitted into record.W/Certificate of Svc.Related correspondence.
CHRISTMAN.J.N. Long Island Lighting Co. #185 792. 85/02/26. Atomic Safety and Licensing Board Panel. 67pp. 29162:315-29163:019.
8503050212 Affidavit of JA Weismantle re monitoring & decontamination ctrs.Ctrs designated in emergency plans in State of NY not required to apply for SPDES permit.Certificate of Svc enci. Related correspondence.
WEISMANTLE.J.A. Long Island Lighting Co. #185 853. 85/02/26. 9pp. 29210:141-29210:149.
8503110442 Advises that Lawrence Junior High School has not entered into agreement w/American Red Cross or util for school to serve as relocation ctr or decontamination & monitoring facility in case of radiological emerqency.Served on 850308. BARON.AJ. Lawrence Public Schools, NY. #185 924. 85/02/26. MARGUILIES.M.B.  Atomic  Safety   and   Licensing   Board   Panel.   1p.  29287:010-29287:010.
8503010002 Requests reconsideration of 850214 request for info re timing of & reasons for Judge Laurenson resignation & resulting reconstitution of ASLB.Certificate of Svc encl.
BROWN.H.H. Kirkpatrick & Lockhart. #185 793. 85/02/27. COTTER.B.P. Atomic Safety and Licensing Board Panel. 5pp. 29163:200-29163:204.
8503010320 NRC suggested outline of agenda points for 850228 conference of counsel &   future   course   of   low   power   security   proceeding,   per   ASLB   850225 request.Certificate of Svc encl. PERLIS.R.G. Hearing Branch 3. #185 786. 85/02/27. 4pp. 29161:068-29161:071.
8503040247 Renewed motion for summary disposition of legal authority issues.Federal law overrides state law prohibitions against applicant implementation of federally imposed emergency planning requirements.Certificate of Svc encl. IRWIN.D.P. Long Island Lighting Co. #185 811. 85/02/27. Atomic Safety and Licensing Board Panel. 78pp. 29184:078-29184:155.
8503050451 Forwards topics/agenda items which merit discussion at 850228 conference of counsel in Bethesda.MD per 850225 request. LANPHER,LC. Kirkpatrick & Lockhart. #185 839. 85/02/27. KELLY.J.. JOHNSON.E.. BRIGHT.G. Atomic Safety and Licensing Board Panel. 3pp. 29208:005-29208:007.
8503040190 Requests that ASLB convene conference of parties in Bethesda.MD on 850301 to determine whether impasse re settlement of diesel generator litigation surmountable.LILCO will have counsel & corporate representatives present. ELLIS.T.S. Hunton & Williams. ELLIS.T.S. Long Island Lighting Co. #185 803. 85/02/ 28. BRENNER.LJ., MORRIS.PA, FERGUSON.G.A. Atomic Safety and Licensing Board Panel. 13pp. 29183:247-29183:259.
8503040473 Notice of 850308 tour of facility by Commissioner Bernthal. Served on 850228. * Commissioners. #185 800. 85/02/28. 1p. 29179:321-29179:321.
8503050190 Requests that ASLB convene conference w/util on 850301 in Bethesda.MD to overcome impasse re settlement of diesel generator litigation.Util proposal encl.Related correspondence.
ELLIS.T.S. Hunton & Williams. #185 855. 85/02/28. BRENNER.LJ., MORRIS.P.A.. FERGUSON.G.A. Atomic Safety and Licensing Board Panel 14pp. 29210:101-29210:114.
8503050232 Forwards 850228 memo updating status of insp & investigations re TDI diesel generators. No change in status of investigation since Ofc of Investigation 840312 memo. Related correspondence.
BORDENICK.B.M. Hearing Branch 3. #185 849. 85/02/28. BRENNER.L, MORRIS.P.A.. FERGUSON.G.A. Atomic Safety and Licensing Board Panel. 4pp. 29214:360-29214:363.
8503050389 Advises that parties have settled issue of monitoring cam gallery cracks in Emergency Diesel Generator 101 & 102 blocks.Question re monitoring based on hours of operation can be addressed further when diesel hearings resume. ELLIS.T.S. Hunton & Williams. #185 837. 85/03/01. BRENNER.LJ.. MORRIS.P.A., FERGUSON.G.A. Atomic Safety and Licensing Board Panel. 2pp. 29211:247-29211:248.idated Edison Co. of New York, Inc. 107pp, 29480;233-29480:339.n of Emergency Preparedness & Engineering Response (Post 830103). 85/02/27. Consolidated Edison Co. of New York, Inc. 113pp. 29196:147-
